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Message Text 

CONFIDENTIAL 

PAGE 01 MONROV 08266 020939Z 
ACTION OC-06 

INFO OCT-01 AF-10 ISO-OO CCO-OO OCL-OO SY-05 /022 W 

030365 021509Z/53 

R 0209 15Z DEC 77 
FM AMEMBASSY MONROVIA 
TO AMEMBASSY ACCRA 
INFO AMEMBASSY ABIDJAN 
SECSTATE WASHDC 7216 

CONFIDENTIAL MONROVIA 8266 

ACCRA ALSO FOR RCO, ABIDJAN FOR RSO/TSO, DEPT FOR A/OC-AF 
AND OC/PE, FROM ATO 

E.O. 11652: XGDS-3 
TAGS: ASEC, AFAC 

SUBJECT: ACCRA CCC RENOVATIONS 

REFS: A. ACCRA CRU MEMO DTD 18 NOV 77 (NOT SENT DEPT) 

B. MONROVIA 7840 

REQUEST POST CONSIDER USING 1/2 INCH OR THICKER PLYWOOD FOR 
INTERIOR CCC WALLS. THINNER PLYWOOD PROPOSED REF WILL CAUSE 
PROBLEMS WHEN ATO ATTEMPTS TO MOUNT CONDUIT AND CHANNELING 
FOR SIGNAL AND POWER WIRING. ATO ALSO CONCERNED RE RIGIDITY 
OF WALLS DUE HEIGHT OF PERMANENT CEILING (12 FEET). SUGGEST 
16 INCH OR LESS STUD SPACING. 

HORAN 


CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 02-Dec-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977MONROV08266 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: X3 

Errors: N/A 

Expiration: 

Film Number: D770447-0941 
Format: TEL 
From: MONROVIA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t197712100/aaaadgzy.tel 

Line Count: 42 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: e7ed20fb-c188-dd11-92da-001cc4696bcc 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 77 ACCRA 18, 77 MONROVIA 7840 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 03-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 104628 
Secure: OPEN 
Status: NATIVE 

Subject: ACCRA CCC RENOVATIONS 
TAGS: ASEC, AFAC 
To: ACCRA 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/e7ed20fb-c1 88-ddl 1 -92da-001 cc4696bcc 
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